102    DOCKETED ITEMS

9109170287 Informs of delay in add! info re "Steam Generator Tube Support Plate Al-
ternate Plugging Criteria," per 910808 Itr.

WOODARDJ.D. Alabama Power Co. 91/09/11. Document Control Branch (Document
Control Desk). 1p. 59135:347-59135:347.

9109180236 Forwards nonproprietary WCAP-12834,Suppl 1 & proprietary WCAP-
12835,Suppl 1, "Add! Info in Support of Eliminating Pressurizer Surge Line Rupture
From Structural Design Basis for JM Farley Plant..." WCAP-12835,Suppl 1 withheld.
WOODARD.J.D. Alabama Power Co. 91/09/11. Document Control Branch (Document
Control Desk). 4pp. 59171:191-59171:221.

-9109180242 Requests that proprietary WCAP-12835,Suppl 1, "Addl Info in Support of
Eliminating Pressurizer Surge Line Rupture From Structural Design Basis for JM Farley
Plant Units 1 & 2" be withheld (ref 10CFR2.790(b)(4)).

DIPIAZZA.R.P. Westinghouse Electric Corp. 91/09/06. MURLEY.T. Document Control
Branch (Document Control Desk). 9pp. 59171:195-59171:203.

-9109180246 Nonproprietary "Addl Info in Support of Eliminating Pressurizer Surge Line
Rupture From Structural Design Basis for JM Farley Plant Units 1 & 2."
WITT.FJ., ADAMONIS.D.C. Westinghouse Electric Corp. WCAP-12834 S01. 91/09/
30.18pp. 59171:204-59171:221.

9109170128 LER 91 -005-01 :on 910518,discovered unit changed operational modes
while valve in flow path for turbine driven auxiliary feedwater pumps not in correct
position.Caused by procedural inadequacy.Plant procedures revised.W/910911 Itr.
MOREY.D.N..  WOODARD.J.D.  Alabama  Power Co.  91/09/11.   4pp.  59157:050-
59157:053.

9109200228 LER 91-009-00:on 910819,reactor trip occurred.Caused by lightning in-
duced instantaneous overcunrent trip. Engineering study performed investigating possi-
ble methods of preventing lightning induced reactor trips.W/910917 Itr.
MOREY.D.N.,  WOODARD.J.D.  Alabama   Power Co.  91/09/17.   4pp.  59195:090-
59195:093.

V. Operator Examinations

9109160068 Discusses arrangements for administration of licensed reactor requalifica-
tion retake exam for wk of 911028. Requests licensee designate one employee to be
member of joint NRC-facility exam team.

PEEBLES.T.A., LAWYER.LL Region 2 (Post 820201). 91/08/23. HAIRSTON.W.G.
Alabama Power Co. 2pp. 59098:093-59098:094.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109060113 Forwards safety evaluation re NRC Bulletin 88-011, "Pressurizer Surge
Line Thermal Stratification." Methodology used to analyze & evaluate stress fatigue
effects due to thermal stratification & thermal striping acceptable.
HOFFMAN.S.T. Project Directorate 11-1. 91/08/21. HAIRSTON.W.G. Alabama Power
Co. 4pp. 59015:329-59015:357.

-9109060132 Safety evaluation re WCAP-12639 re pressurizer surge line thermal strati-
fication generic detailed analysis.Methodology used to analyze & evaluate stress fa-
tigue effects due to thermal stratification & thermal striping acceptable.

*  NRC - No Detailed Affiliation Given. 91/08/21. 8pp. 59015:350-59015:357.

9109130092 Discusses review of second 10 yr interval ISl program & backfit claim &
forwards SE.

ADENSAM.E. Project Directorate 11-1. 91/08/28. HAIRSTON.W.G. Alabama Power Co.
5pp. 59113:164-59113:295.

-9109130095 Safety evaluation denying second 10 yr interval ISl program plan.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 20pp.
59113:168-59113:188.

-9011130331 "TER on Second 10-Yr Interval Inservice Insp Program Ran, JM Farley
Nuclear Power Plant Unit 1."

BROWN.B.W. EG&G Idaho. Inc. (subs, of EGAG, Inc.). FIN D-6022. EGG-MS-8943.
90/11/30. NRC - No Detailed Affiliation Given. 108pp. 59113:189-59113:295.

9109100281 Discusses enforcement conference conducted on 910822 to allow licensee
to make presentation on causes & corrective actions for 910517-22 event in which
auxiliary feedwater pump inadvertently rendered inoperable.

GIBSON.A.F. Region 2 (Post 820201). 91/08/29. HAIRSTON.W.G. Alabama Power
Co. 17pp. 59022:321 -59022:337.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109030136 "Semiannual Radioactive Effluent Release Rept - Jan through Jun 1991."
W/910827 Itr.
WOODARD.J.D. Alabama Power Co. 91/06/30.139pp. 58940:243-58941:020.

9109030257 Forwards fitness-for-duty performance data for Jan-June 1991.
WOODARD.J.D. Alabama Power Co. 91/08/27. Document Control Branch (Document
Control Desk). 4pp. 58994:136-58994:139.

9109160302 Monthly operating rept for Aug 1991 for JM Farley Nuclear Plant Unit t.W/
910912 Itr.

MOREY.D.N.,  WOODARD.J.D.  Alabama Power Co.  91/08/31.  6pp.  59119:245-
59119:250.

S. Reportabie occurrences, LERs & related correspondence

9109050104 LER 91-008-00:on 910802,automatic reactor trip occurred due to loss of
power to reactor coolant pump breaker position. Caused by personnel error.Personnel
involved counseled & event included in next cycle.W/910828 Itr.
MOREY.D.N.,  WOODARD.J.D.  Alabama  Power Co.  91/08/28.  4pp.  59009:112-
59009:115.

9109110163 Special Rept 91-005:listed four fire dampers did not meet acceptance crite-
rion of closing w/max air flow & declared inoperable.Design change requests submit-
ted to mod dampers to ensure proper operation under all sys conditons.
WOODARD.J.D. Alabama Power Co. 91/09/06. Document Control Branch (Document
Control Desk). 2pp. 59100:238-59100:239.

DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9109190181 Rev 21 to Limerick Generating Station Units 1 & 2 emergency plan.W/
910912 Itr & two oversize maps.
BECK.GJ. Philadelphia Electric Co. 91/09/12. 300pp. 59233:001-59233:335.

P. Operating license stage documents & correspondence

9109030071 Informs of intention to become user of NRC certified package & that QA
program satisfies required provisions.

BECK.G.J. Philadelphia Electric Co. 91/08/21. Office of Nuclear Material Safety &
Safeguards. 2pp. 58927:040-58927:041.

9109060021 Application for amends to Licenses NPF-39 & NPF-85, consisting of TS
Change Request 90-12-0,incorporating new TS Section 3/4.7.8 re operability require-
ments for main turbine bypass sys & revising core operating limits rept.
BECK.G.J. Philadelphia Electric Co. 91/08/27. Document Control Branch (Document
Control Desk). 12pp. 59034:036-59034:109.

-9109060023 Proposed Tech Spec Section 3/4.7.8 re operability requirements for main
turbine bypass sys.
* Philadelphia Electric Co. 91/08/27.17pp. 59034:048-59034:064.

-9109060025 Rev 1 to "Core Operating Limits Rept for Limerick Generating Station
Unit 1.Reload S.Cycle 4."

DENNIN.E.P.. CARMODY.J.M. Philadelphia Electric Co. PECO-COLR-L1R3 R01. 91 /
08/09. 20pp. 59034:065-59034:084.

-9109060026 Rev 1 to "Core Operating Limits Rept for Limerick Generating Station
Unit 2,Cycle 2."

DENNIN.E.P., CARMODY.J.M. Philadelphia Electric Co. PECO-COLR-L2R1 R01. 91 /
08/09. 25pp. 59034:085-59034:109.

9109100322 Suppls 890417 & 900409 responses to 10CFR50.63 "Loss of All AC Cur-
rent"    Topics    include    condensate    storage    tank    inventory.control    room
heatup.containment heatup.effects of loss of ventilation & inverter operability.
BECK.GJ. Philadelphia Electric Co. 91/09/04. Document Control Branch (Document
Control Desk). 14pp. 59087:144-59087:157.

9109120262 Forwards notice of withdrawal of application for amend to FOL re source
range monitor surveillance frequency.

CLARK.R.J. Project Directorate I-2. 91/09/04. BECK.GJ. Philadelphia Electric Co.
3pp. 59087:017-59087:021.

-9109120267 Notice of withdrawal of application for amend to FOL concerning source
range monitor surveillance frequency.
CLARK.R.J. Project Directorate I-2. 91/09/04. 2pp. 59087:020-59087:021.

9109200097 Provides progress of Region I 910220-21 engineering symposium action
items,including  guidance   on   operability  &  reportability.endorsing   NSAC-125  for
10CFR59.59 reviews & training of NRC personnel in mod process.
LANNING.W. Region 1 (Post 820201). 91/09/10. SMITH.D.M. Philadelphia Electric
Co. 3pp. 59156:206-59156:208.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York. Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050. "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109090010 Forwards exam repts 50-352/91-170L & 50-353/91-1 SOL during wks of
910715 & 22.lnjudicious incident occurred between applicant & on-shift reactor opera-
tor.

BETTENHAUSEN.L Region 1  (Post 820201). 91/08/28. SMITH.D.M. Philadelphia
Electric Co. 4pp. 59000:092-59001:014.nits 1 & 2 Response to NRC
